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X-Ray Measurement of Strain in Meta! 


It is possible, by means of X-ray diffraction. to meas- 
ure the interatomic of crystals. Because a 
crystal deforms under the influence of an applied stress. 
with a resultant change in the interatomic spacing. 
\-ray diffraction can be utilized to determine the mag- 
nitude of strain in the crystal. Such a method of 
measuring strain offers many advantages. but several 
unresolved difficulties have limited its application. 
though the technique has been under study for the past 
25 vears. Comprehensive investigations by the Metal- 
lurgy Division of the National Bureau of Standards in 
the field of X-ray strain measurements have been 
directed toward improving the sensitivity and precision 
of this method of determining strain in metals.' The 
Bureau's special interest lies in the possible importance 
of the method in detecting fatigue in metals 
hefore an actual fracture occurs. 


spac ing 


damage 


Deformation of metals can be of two kinds, elastic and 
plastic. Elastic deformation is the result of a change in 
interatomic whereas in plastic deformation 
slipping of the atomic planes takes place without change 
in the dimensions of the crystal lattice. Because of this 
difference. the strain measured by \-ray diffraction is 
limited to the elastic portion and is not affected by plas- 
tic deformation. For some purposes this is a major 
advantage as compared to those methods that measure 
only the total strain. Other advantages are (1) 


spacing. 
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length over which the strain is measured can be made 
very small; (2) the strain can be determined without 
the necessity of a measurement on the unstrained metal: 
(3) the strain is measured in a very thin surface layer. 
These advantages make the method particularly suited 
for applications such as the determination of internal 
stresses in metals. 

\s oppose -d to the advantages of the X-ray method of 
measuring strain, there are several disadvantages. the 
most serious of which is the lack of sensitivity. The 
determination of strain involves measuring the change 
of diameter of the diffraction ring from the specimen. 
In the case of metals this ring is inherently quite diffuse 
due to imperfections in the metal crystal. With an- 
nealed metals the width of the ring is about the same 
magnitude as the maximum diameter change expected 
from elastic strain. For cold-worked metals the ring 
becomes much more diffuse. and it is difficult to detect 
any change due to elastic strain. 

Although improved \-ray strain measurements have 
resulted from the Bureau’s investigation, the work was 
initiated primarily to apply the \-ray stress-measure- 
ment technique to detection of fatigue damage in metals. 
Fatigue is the term used to denote the progressive frac- 
ture of metals under the action of fluctuating stress. 
The magnitude of the fluctuating stress that will even- 
tually cause failure is much smaller than that required 
to fracture the metal under static conditions, and as a 
result fatigue is a primary cause of failure in machine 
elements. The of a fatigue can be 


course fracture 
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| The metal undergoes some 
sori of deterioration or cua that finally results in 
the formation of a very small crack; and (2) the crack 
erows until the member is weakened to such an extent 
that it fractures suddenly. At the present time no relia- 
ble method is known for the evaluation of the damage 
that takes place during the first stage except through a 
fatigue tesi. It would be extremely valuable if some 
means were available for measuring this damage by 
nondestructive means. 

In 1941. Glocker. in Germany. reported the results 
of X-ray stress measurements made on fatigue speci- 
mens. by means of which he claimed to be able to 
detect fatigue damage. The method involved the meas- 
urement of surface stress in the specimen under static 
load after various amounts of fatigue stressing. He 
found that after the specimen had been damaged by 
fatigue stressing. the stress in the extreme surface 
layers was not as large as it would be if the material 
were homogeneous. Because of the apparent signifi- 
cance of these results. it seemed desirable to pursue 
further this line of investigation at the Bureau. 

lt was immediately evident that the primary re quire- 
ment was to obtain better precision of stress determina- 
tion than is possible with the methods commonly used. 
In the method devised at the Bureau. the film is placed 
at right angles to the incident X-ray beam so that it 
intersects a diffracted beam at an angle that depends on 
the spacing of the reflecting planes. according to the 
Bragg equation. 


divided into two stages: 


n \=2d sin 6. 


In this equation n is the order of the reflection, A is the 





x 


In apparatus assembled at the Bureau for X-ray meas- 

urement of strain in metals, the beam emerges through 

a pinhole at the center of the circular film holder (een- 

ter). It is then diffracted by the crystals of the metal 

specimen under tensile stress (in front of film holder) 
back to the film in the holder. 
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wavelength of the X-rays. d is the inte rplanar spacing, 
and @ is the diffraction angle. When d is changed by 
the application of stress to the specimen. the strain in 
the direction of the normal to the reflecting planes is 
measured by the change in 6. As X-rays can be dif- 
fracted in any direction making an angle of 180° —2 6 
with the incident beam, the diffracted beam forms a 
cone that intersects the film in a circle. The diffrac- 
tion angle is computed from the specimen-to-film dis- 
tance and the radius of the diffraction ring. It is usual 
practice to measure the radius at one or two points with 
a vernier scale. 

The primary factor that limits the precision of the 
\-ray measurement of stress is the diffuseness of the dif- 
fraction ring, which makes it impossible to obtain exact 
values for the ring radius. As there did not appear to 
be any experimental method that would significantly 
improve the accuracy of a single measurement. it was 
decided to increase the precision of the stress determina- 
tion by making a number of measurements of ring 
radius. For each stress condition. therefore, 2 diffrae- 
tion patterns were taken at different angles of incidence. 
and 12 measurements of ring radius (at 30° intervals 
around the ring) were made on each pattern by using 
a recording microphotometer. 

Because the diffraction ring of a stressed specimen 
is not exactly circular, special methods of handling the 
data were developed to give a single value representative 


of the 12 radius measurements. These methods. which 
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Methods developed at the Bureau for measuring strain in metals by means of \-rays have resulted in improved 


accuracy and sensitivity. 


The principles of the procedure are illustrated by the schematic diagram (left). 
urement of diffraction rings recorded on the X-ray film permits determination of strain in the specimen. 


Meas- 
Plotting 


the data obtained by exposing a flat steel specimen under tensile stress to \-radiation, against surfece strain 
measured with wire strain gages, gives a calibration curve (right) for the methed. 


were used in the cases where averaging the measure- 
ments would have resulted in a loss of sensitivity. are 
valid only for uniaxial stress in the surface of the 
specimen, 

In order to calibrate the method, tests were made on 
a flat steel specimen loaded in bending to produce a 
tensile stress in the surface under examination. The 
actual strain in the surface of the specimen was meas- 
ured with wire strain gages placed above and below 
the spot that was irradiated with \-rays. The results 
may be shown by means of a graph. on which the values 
obtained from measurement of the diffraction ring are 
plotted against the surface strain (see calibration 
curve}. Each of the points represents data from one 
diffraction pattern. Patterns taken with the incident 
beam normal to the surface give one curve. and those 
with 45° incidence give another. The direction of 
change of @ is different in the two cases. because the 
lattice contracts in directions at-right angles to the 
applied stress. 


\ significant fact is revealed by the curve for 45 
incidence. which flattens out at a strain value of about 
9X 10-*. indicating that plastic deformation occurred 
when the strain was greater than this value. How- 
ever. the 90° curve shows no flattening up to the maxi- 
mum applied strain. From this it appears that plastic 
deformation in one direction in a crystal does not 
affect the atomic spacing or elastic properties in other 
directions where the strain is not great enough to cause 
slip. Such results suggest that the measurement of 
lattice strain by means of \-rays might provide a 
powerful tool for the investigation of the mechanism of 
plastic deformation. 

In order to obtain a single value representative of the 
lattice strain. the difference between the values at 90 
and 45° was used. The relationship between this dif- 
ference and the measured surface strain was found to 
be linear. the maximum deviation of any point from a 
linear relationship corresponding to about 1.000 |b in. 


stress. 


Laboratory for Study of Cylinder Wear 


\ new laboratory for the study of automotive engine 
performance has been installed at the National Bureau 
of Standards under the direction of A. R. Pierce. 
Equipped with completely automatic controls. this lab- 
oratory offers a means of closely simulating actual oper- 
ating conditions in such a way that tests can be reliably 
duplicated. 
gations of evlinder wear. the new equipment may also 
he used in studying the effects of various types of fuels 


Although designed primarily for investi- 


and lubricating oils on pistons. piston rings. bearings. 
and carburetors. A problem under investigation at the 
present time is the determination of the amount of sulfur 
that can be tolerated in gasolines without appreciably 
increasing wear. 


Cylinder wear is an important factor limiting the use- 
ful life of automotive engines. In general. reliable 
data on the process can be obtained only by actual oper- 
ation of a test engine under conditions of frequent start- 
ing. stopping. accelerating. and cooling. such as occur 
in normal driving. Road testing has not given reliable 
results in this work because it is impossible to control 
In connection 


with the Bureau's study of evlinder wear. it was there- 


properly all conditions of operation. 


fore necessary to develop a laboratory arrangement for 
testing automotive engines under conditions such that 
any run could be exactly duplicated. 

The automatic test equipment utilizes a battery of 
five automotive engines from three popular makes of 
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A set of five automotive engines, together with the necessary controls, makes up the Bureau’s new automatically 
controlled laboratory for research on cylinder wear. These engines are operated through a test cycle that closely 
simulates actual driving conditions. Electric dynamometers connected to the engines provide uniform load. 
The test cycle consists of cold starting, and warm-up, speed-up. idling, stopping, and cooling periods. A com- 
plete cycle requires 30 minutes. Individual control panels (left) allow manual operation for adjustment or repair. 


automobiles. Each engine is complete except for fans. 
radiators, and mufflers, and is coupled to a “dyna- 
mometer —an electric generator that provides a uni- 
form load. By varying the electrical output of the 
dynamometer, and by regulating the amount of throttle 
opening. any speed or power within the range of the 
engine may be obtained. The extent of cylinder wear 
is determined by use of the McKee Wear Gage.” which 
employs a sensitive indentation method developed at the 
Bureau for investigations of the wear of walls and 
pistons of internal combustion engines. 

To obtain data that are valid for actual service. the 
engines. under the control of a master clock. are put 
through an operating cycle that provides conditions cor- 
responding to cold starting. warm-up. speed-up. idling. 
stopping. and cooling. The !-hour cycle that is used 
begins with cold starting. after which the engines are 
first idled for 11 minutes at 500 rpm, then accelerated 
for 314 minutes at a speed equivalent to 40 miles pet 
hour on the road and a horsepower output equal to 
“road load”. The idle and speed-up periods are re- 
peated three times. At the end of the fourth speed-up 
period. the engines are stopped. and during the remain- 
ing 10 minutes of the cycle they are artificially 
cooled to the original starting temperature in prepara- 
tion for another cold start. The eycle can be repeated 
automatically as many times as desired. 

\ wear test requires many comparison runs. tt 


order that data from successive runs may be com- 


NBS Technical N 


116 


parable. the engine temperature. load. and speed must 
he accurately controlled. Studies at the Bureau have 
shown that both starting and running temperatures have 
an important effect on cylinder wear. For example. it 
was determined that a greater amount of wear occurs 
when the engine is operated at temperatures lower than 
normal. The temperature reached during the cooling 
period was found to be most important. as wear was 
doubled when shutdown temperature was dropped 
10° F in the region near freezing. Temperature must 
therefore be carefully regulated in order that results 
obtained with different fuels may be comparable. 

Maintenance of standard conditions also requires 
proper control of load. If the power output were not 
constant. the fuel consumption would vary. causing a 
changing temperature within the combustion chamber. 
Obviously. speed must also be controlled in wear tests 
so that each engine may run approximately the same 
number of revolutions and thus have the same amount 
of piston travel. 

\s the engines are not equipped with radiators and 
fans. proper cooling is obtained during normal opera- 
tion by means of the engine water pump. which circu- 
lates water through the water jacket and into a stand 
pipe. from which it is returned to the pump. When- 
ever the temperature of the water exceeds the normal 
operating temperature, an adjustable thermostat in the 
pipe line automatically opens a hydraulically operated 
valve. admitting sufficient tap water to maintain the de- 


sired temperature. while the excess passes into the 


drain. 
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Simultaneous cyclical operation of the engines is regu- 
lated by an electric clock (upper right), which makes 
contacts at 5-minute intervals, opening and closing cir- 
cuits to the master relay panel directly below. This in 
turn operates the circuits that control throttle, cooling 
system, starter, and stopping mechanism. 





\t the end of the operating period, tap water is first 
circulated through each engine and through a coil in the 
oil pan to remove most of the heat. Further cooling to 
the cold-starting temperature is then accomplished with 
water artificially cooled to 50° F. Two cold-water 
tanks are used for this purpose. One is an ice-water 
tank containing water a few degrees above freezing. It 
is equipped with a refrigeration coil. and a circulating 
pump to prevent excessive icing around the coils. The 
second tank contains a supply of cold water for circula- 
tion. Ice water from the first tank is pumped into this 
tank as needed to maintain the circulating water at the 
required temperature. The temperature of the coolin 
water at all times is shown on a 24-hour recordin 
thermograph. 


o 
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Automatic Controls 


To permit simultaneous cyclical operation of the five 
test engines. a central panel for automatic timing and 
control has been installed. The timing device is basi- 
cally an electric clock that makes contacts at 5-minute 
intervals. opening and closing circuits to the relay panel 
at the proper time. The relay panel. in turn, opens. 
closes. or holds the circuits that operate the throttle. 
the cooling system. the starter, and the stopping mecha- 
nism. Five indicating lights on the panel show what 
part of the cycle is in progress. thus permitting a ready 
check on the compliance of the engines with the controls. 
From this central panel any cycle of operations may 
be arranged, 

In addition. each engine has an individual control 
panel that contains a recording vacuum gage. an oil- 
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pressure gage. temperature indicators for water and 
oil, tachometers to show the speed of the engines. and 
switches for each type of operation. Any engine may 
thus be cut out of the test cycle and controlled manually 
during adjustment or repair. This arrangement also 


permits an engine to be stopped, if necessary. for obser- 
vation without interfering with the others that are 
running on the cycle. 

In order that corresponding valves for all engines 
may be operated simultaneously. electric solenoid valves 
are used. For similar reasons. the throttles are pro- 
vided with electric solenoids. During the speed run. 
the throttles are held by a spring against a stop adjusted 
to a definite setting: during the idling period the 
solenoid closes the throttle and holds it in this position. 

Each engine is equipped with an automatic choke to 
insure starting after the cooling period. and also with 
a device that automatically engages the starter at the 
beginning of the evele. or whenever the engine may stop 
running. Intake manifold pressures of each engine are 
recorded over a 24-hour period by a recording gage. 
Since the manifold vacuum at a given speed is a fune- 
tion of throttle opening. the operation of the engine 
is thus charted during the cycle. showing periods of 
starting. stopping. idling. and acceleration. 

Installation of an automatic multiple thermograph to 
record continuously the temperatures of all engines is 
planned. When this has been done. tests will proceed 
without the intervention of an operator, After the en- 
eines. the refrigeration. and the clock have been turned 
on. the central control panel will take over the operation 
of the test cycle. repeating the cycle until the test is 
stopped. At the conclusion of each 24-hour period. the 
temperature chart will show the temperatures of the 
engines and cooling water. and the charts from the 
manifold gage will show engine performance. 


Automatic recorders provide a complete record of indi- 
vidual engine performance over a 24-hour period. Be- 
cause the intake manifold pressure is a function of throt- 
tle opening, the heavy line that is recorded on the mani- 
fold vacuum chart gives an indication of engine speed. 
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Recent developments in high-speed aircraft have 
caused flight personnel to be subjected to numerous 
shocks and impac ts in ordinary flight as we . as those 
encountered in accidents. This has made increas- 
ingly important that safety devices be deve ae -d for the 
protection of the human body. It was apparent that 
in order to establish logical criteria for the design of 
these devices, a systematic and thorough study of the 
effects of impacts on the human body was needed. In 
conjunction with such a study being conducted by the 

Naval Medical Research Institute. the assistance of the 
National Bureau of Standards was requested when it 
was realized that progress in the investigations de- 
pended on close cooperation between the engineering 
and medical professions in order to cope with the me- 
chanical as well as the pathological problems involved. 

Rese arch with human bones by Frank C. Smith of 
the Bureau’s engineering mechanics laboratory has in- 
dicated that ordinary laboratory techniques and instru- 
ments may be applie d to obtain the much-needed data 
on the mechanical properties of bone. This knowledge 
is necessary in predicting body behavior under impact 
loads as encountered in aircraft crashes. seat-e jection 
from aircraft. parachute - ning. and exposure to blast. 
Dr. Paul Calabrisi. of the Naval Medical Research Insti- 
tute and the George Washington Medical School. is 
collaborating in the study. particularly in connection 
with the anatomical prob lems encountered.  Prelim- 
inary but significant results have been obtained in these 
investigations. 

Many instances are known of aircraft and other ve- 
hicles crashing to complete destruction where occupants 
emerge from the wreckage miraculously unhurt. Con- 
versely, a relatively slight blow to certain sensitive por- 
tions of the body mav have serious and even fatal conse- 
quences. It has also been found that naval personnel 
have been seriously injured from exposure to blast or 
sudden displacements of ship’s structure following the 
explosion of torpedoes, mines, or the firing of guns. 

Because the human skeleton provides support for 
the body and protection for vital organs. it was decided 
to begin the study with an investigation of the mechani- 
cal properties of human bones and joints. Results 
are to be used in the design of simplified mechanical 
models of the human frame that will make possible an 
estimate of the forces set up in the body during impacts 
of various types 

There is nothing new in regarding the human body 
as a mechanical structure. The earliest study of the 
mechanical properties of bone is believed to have been 
made by Galileo about 1638. in connection with his 
classical work on beam mechanics. European investi- 
vators began to regard the body frame from a structural 
viewpoint about 1632. and much work was done durine 
the succeeding century in an attempt to apply theoretical 
mechanics to the human frame and its components, 
\nother attack on the problem is justified at this time 
by the spectacular advances. made in recent years. in 
the technique of measuring strain and other mechanical 
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Mechanical Pr operties of Human Bones 


quantities that have come about largely through research 
on the behavior of aircraft. both in flight and in the 
laboratory. 

The study was initiated with measurements of the 
mechanical properties of the structural members of the 





Established laboratory techniques and instruments have | 
mechanical properties of human bones. These data, whid 
designing safety devices, indicate that bene is an elastick 

For example, it has a compressive strength about one-fod 
Three types of specimens (upper left) were subjected to ce 

gages attached to tubular compression specimens; (lower 

yvaves attached; (lower right), optical viewing device focusel@cimer 








skeleton. beginning with long bones. and was designed 
to establish average values on a statistical basis. The 
initial work involved 17 tests on specimens made from 


‘h bone of the compact type removed from near the middle 
le of the bones of the extremities of humans and monkeys. 

Fourteen of these tests were made in compression with 
1e the direction of the load parallel to the fibers of the 
1e hone. One was made in compression with the direc- 


- 


eessfully applied at the Bureau for obtaining data on the 
portant in predicting body behavior under impacts and in 
material having fairly definite and consistent properties. 
tof cast iron and more than twice that of hickory wood. 
db to ed@on, torsion, and bending tests: (upper right), optical strai 
lower M-type specimen supported in special jig, with optical str: 
focuse@cimen under test in a standard hydraulic testing machine. 
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tion of the load perpendicular to the bone fibers. one 
in bending. and another under torsion load. Test 
specimens consisted of sections removed from the bones. 
and of portions machined into plates and hollow 
cylinders. 

To obtain the mechanical properties of a substance 
it is necessary to know the compression or extension 
(strain) of the material for a given load (stress). Given 
the specimen’s average cross section and the load, ap- 
plied and measured in these investigations with a stand- 
ard hydraulic-type testing machine. the stress on the 
specimen may be computed from elementary formulas 
of strength of materials. The strain in the bone speci- 
mens was measured with wire-resistance and Tucker- 
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Simple straight-line relationships, such as are shown by 
the stress-strain curve, simplify analysis of the mechan- 
ical behavior of the body structure. 


man optical strain gages to an estimated accuracy of 
0.000002 in. in. During the investigation. simultane- 
ous strain measurements using both types of gages 
showed that the electrical strain gage could be used 
successfully on dry bones but would not function prop- 
erly on fresh bone because of the inadequate bond be- 
Earlier data 
obtained with this gage were corrected accordingly. 


tween the gage and the oily surface. 


and all subsequent measurements were made with the 
Fuckerman optical strain gage. 

The tubular compression specimens failed with a 
sudden snap and with longitudinal cracking. as did the 


bending and torsion specimens. The restraint of the 
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special testing jig prevented complete failure of the 
leaf specimens. 

Stress-strain, flexure. and torsion curves plotted from 
the test data reveal an interesting and significant factor 
regarding such prope srties of human bones. The curves 
are found to lie in approximately straight lines up to 
failure. thereby simplifying the analysis of the mechan- 
ical behavior of the body structure. This means that 
the load-displacement relations for long bones may be 
approximated by simple linear equations. 

The results of the tests showed the average ultimate 
strength of the 14 compression specimens to be about 
23.000 Ib The fifteenth specimen, which the 
load was applied at right angles to the bone fibers, had 
about the same ultimate strength. indicating that the 
effect of the direction of loading on the bone is small. 
These strength values are in good agreement with those 
reported by the early German investigators. The 
strength of the bone bending. i. e.. extreme fiber 
stress at failure. was slightly lower than the strength in 
The computed ultimate shear stress for 
the torsion to failure was about 15 percent of the com- 
pressive strength. 


Effeet of Sereens 


compression. 


These preliminary data indicate that bone may be 
considered an elastic. brittle material. having about 
one-fourth the compressive strength of cast iron and 
more than twice that of hickory wood. The average 
Young’s modulus of elasticity of the bone. about 
2.8 10° |b/in#. is about one-tenth that of steel. 
about equal to that of wood. A simple relation was 
found between the Young’s modulus and the specific 
gravity of the bones tested. 

Plans for the next phase of the Bureau’s program 
include compression tests of an entire human knee- 
joint in the “standing” position. Loads will be ap- 
plied to the joint in a manner similar to that in which 
an actual joint is loaded while a person is standing. 
and measurements made of the consequent deformation 
of the joint. This test should provide some data on 
the “spring constant” of the joint, from which a 
mechanical analogue may be constructed out of 
springs or rubber. Also underway is a study of the 
possible correlation between the X-ray absorption 
properties of bone and its strength and stiffness. 
Such a relationship would be useful in estimating the 
strength of living bone from X-ray data. 


in Wind-Tunnel Wide-Angle 


Diffusers 


Extensive experimental research under the direction 
of G. B. Schubauer and W. G. Spangenberg of the Bu- 
reau's aerodynamics laboratory has led to a more com- 
plete understanding of the effect of damping screens in 
wind-tunnel wide-angle diffusers. 


Results have shown 


that the usual undesirable turbulence in these rapidly 
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expanding ducts can be greatly reduced by suitable loca- 
tion of fine wire screens. Thus, wide-angle diffusers 
may now be utilized for increasing the cross section of 
an air stream within a very short length of travel. 

\ wind tunnel is designed to simulate. as nearly as 
possible, the motion of a body through still air by pro- 
ducing a smooth. uniform flow of air past the body. The 
air stream. drawn through a circuit of ducts by a pro- 
peller. is accelerated into the test section—the part of 
smallest cross-sectional area—through a nozzle or en- 
trance cone. The greater the contraction ratio (ratio 
of the area of the larger end of the entrance cone to 
that of the smaller end) the less turbulent is the flow 
through the test section. 

Recent wind-tunnel investigations at the Bureau have 
shown that damping screens ' placed across the section 
upstream of the entrance cone are a very effective means 
for reducing turbulence in the test section of a tunnel. 
Whether screens are used or not. however, it is always 
desirable to have the contraction ratio as large as pos- 
sible. and this has usually been accomplished in com- 
plete-circuit: tunnels by making the return circuit of 








kor f eal details of this work, see NACA Teehr il Not N 
1610 by G. B. Schubauer and W. G. Spangent 

Dampit nd-tunnel turbulence, NBS) Techni News B tin 33a, 
(1947) 
A 28-degree diffuser with five 30-mesh wire screens 


placed at intervals across the duct was used in a study of 
the effects of screens in wind-tunnel wide-angle diffusers. 
Such diffuser-secreen combinations increase the cross sec- 
tion of an enclosed air stream smoothly and uniformly. 
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Proper location of damping screens has been found to reduce the usual turbulence in a wind-tunnel wide-angle 
diffuser, thus permitting maintenance of smooth, uniform flow as the cross section of the air stream is increased. 


Air is drawn into the screened entrance cone (left) by a centrifugal fan at the exit. 


Diffusers of several different 


included angles, and containing screens at various cross sections, are connected between the two lengths of round 
duct. and the effects on the flow observed with pitot-static tubes. 


long. gradually expanding ducts known as narrow-angle 
diffusers. 

\ few years ago. it was observed that the cross section 
of an air stream could be increased in an unusually 
short length of travel through a rapidly expanding 
duct if the larger end of the duct were covered by a 
This observation by members of the staff of the 
National Advisory Committee for Aeronautics was very 


screen. 


significant. as years of experience had apparently 
shown that the only way an enclosed stream could be 
induced to increase its cross section uniformly was by 
means of a long. gradually expanding duct. 

The conventional narrow-angle diffuser is a very 
long funnel-shaped tube with an included wall angle 
of about & Phe term “wide-angle diffuser” is applied 
to ducts with walls diverging at much ereater angles. 
for example. 30°. or perhaps even 90- in extreme cases. 
If the transition from a smaller to a larger duet is 
made through a wide-anele diffuser. flow from the 


smaller to the larger duct ordinarily becomes very 


nonuniform. because the air stream will not follow 
the walls of the diffuser. 
side to side and pulsate violently. These effects are 
summed up by saving that the diffuser fails to fill. 
Because of the importance in engineering applica- 


The flow may also whip from 


tions of this little-understood phenomenon. an investi- 
gation of the mechanics of the process was carried out 
by the National Bureau of Standards with the coopera- 
tion of the National Advisory Committee for Aeronau 
tices. A system was set up in which several different 
wide-angle diffusers could be used to connect a duct 18 
inches in diameter to a 36-inch duct. and air was drawn 
through the system by a centrifugal fan at speeds of 
about LOO leet per sec ond. 
with pitot-static tubes. studies were made of the effects 


By probing along diameters 


on the flow of fine wire screens (sometimes called wire 
cloth) placed at various cross sections of the diffusers. 
Although the screens were all of smaller mesh than 
ordinary insect screen. the porosity to flow was about 
the same because of the finer wires. 
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From detailed analysis of data obtained in a 28 
diffuser. it became clear that the characteristic action 
of a screen is to spread a stream and in this way prevent 
separation of flow from the diffuser walls. However. 
the screen must be located sufficiently near to the nat- 
ural separation point to be fully effective. When it is 
placed at the large end of the diffuser. it generally does 
not prevent separation and thus does not produce com- 
plete filling. Nevertheless. complete filling may always 
be attained by the use of several screens at prope rly 
chosen cross sections of the diffuser. By giving the 
diffuser walls a special shape. filling may be obtained 
with a single screen, but this method offers no advantage 
over the use of several screens in a duct of simple conical 
form. 

Mathematical relations for efficiency—that is. the 
ratio of available energy leaving the diffuser to that 
entering—were found for diffusers containing screens. 


Variable-Resistance 


\ highly sensitive mechano-electrical transducer, 
which transforms slight displacements into large 
changes of resistance. current. or voltage. is being de- 
veloped by W. A. Wildhack and his associates of the 
Bureau. The active element of the device is a helical 
or conical spring wound in suc a way that the initial 
tension varies slightly along its length. Thus. when 
the ends of the spring are ulled apart. the turns 
separate one by one rather hen simultaneously. 

When the spring is entirely closed. it has an electrical 
resistance approximately that of a cylindrical tube. 
When it is completely open. its resistance is that of the 
total length of the coiled wire. Resistance can thus be 
varied over a wide range by stretching the spring. As 
the percentage change in resistance may be hundreds 
of es s greater than the percentage change in length. 
se eo nts as small as 1 100.000 of an inch can be 
ily measured without the use of electrical amplifying 
de vices. The spring transducer thus provides a sensi- 
tive means for conversion of any mechanical displace- 
ment to a change in an electrical quantity that can be 
precisely determined. When connected to another 
transducer that gives a mechanical displacement output 
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In general. efliciency is low compared to that of an 8 
diffuser without screens. Thus, although screens make 
it possible to spread a stream over a large cross section 
in a short distance. they do not permit retention of 
muc h of its initial kinetic energy. 

Flow measurements were also made on multiple- 
screen arrangements in a 28° and a 90° diffuser to 
investigate a possible application of diffuser-screen com- 
hinations to the general problem of reduction of turbu- 
lence in wind tunnels. When damping screens are used 
upstream of the entrance cone to decrease turbulence. 
there is ordinarily an appreciable pressure drop across 
them because of their resistance to flow. However. if 
the duct area is increased by a wide-angle diffuser. the 
pressure drop through the screen may be reduced to 
negligible proportions. with a significant saving in the 
power required to drive the tunnel. 


Spring Transducer 


(a bimetallic strip responding to temperature changes. 
for example). the combination gives an easily measur- 
able electrical output. This type of use suggests 
numerous scientific and industrial applications. includ- 
ing strain gages. pressure elements. accelerometers. 
electric weighing devices. automatic temperature con- 
trols. direct-current to alternating-current inverters. and 
voltage regulators. 

The preferable construction for the transducer is a 
four-arm bridge of which each arm is a variable-resist- 
ance spring. An increase in applied tension elongates 
one pair of springs and shortens the other pair. The 
resistive unbalance of the bridge. as indicated by a 
galvanometer. thus gives a measure of the displacement 
that has occurred. With this arrangement. since the 
voltage can be nearly reversed through the bridge. the 
output voltage can be theoretically twice the input 
voltage. 

The variation of the initial tension of the spring along 

length may be accomplished in several ways: by 
conical winding. by varying the angle of feed of the wire 
on a uniform mandrel. or by varying its tension as it 
is wound. For sanaiiadh sensitivity the variation in 
initial tension is made quite small. To decrease con- 
tact resistance between successive turns of the closed 
spring. a high average initial tension is built into the 
spring. and the turns are coated with 0.0001 inch of 
gold. ‘Thus far. nickel-alloy wire has been mainly used. 
because of its high resistivity and small change of 
mechanical properties with temperature. 

The new transducer is undergoing further develop- 
ment at the Bureau as part of a project on basic instru- 
mentation for scientific research supported by the Office 


of Naval Research. 


The basic pri ne aie of he new NBS mechano-electrical 
transducer is the progressive separation of the turns of 
a spring as it stretches. Slight displacements are trans- 
formed into larger percentage changes of resistance, cur- 
rent, or voltage. Springs of various sizes and initial ten- 
sion (lower) are required for different: applications. 
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New Standard Samples 
of Hydro -arbons 


Through a cooperative program of the Bureau and the 
American Petroleum Institute. 144 compounds are 
now available as NBS standard samples of hydrocar- 
bons. These standard samples are issued primarily for 
calibrating analytical instruments and apparatus in the 
research. development. and analytical laboratories of 
the petroleum. rubber. chemical. and allied industries. 
The most recent additions to the series are as follows: 








Nee : Amount of Volum 

sample Compound aie 2 per 

number 4 ee unit 

nl 

Mole percent (liquid 

HM41-58 2,2,3-Trimethylhexane 1(0. 30-40, 20 5 
544-58 3.3,4-Trimethylhexane_. 0. 23-40. 10 
SA-SS .2,4,6,6,-Pentamethylheptane 0. 06-0, 04 
cis-1,3-Dimethyleyclopentane 0. 65+. 23 
2-Methyl-l-pentene 0. 19-0. 09 
1- Me ‘thyl-I-pentene 0. IS+0. 12 
4-Methyl-trans-2-pentene 0. 08-40. 07 
4,4-Dimethyl-l-pentene 0. 1540. 0S 
2,3,3-Trimethyl-l-butene 0. 06-40. 04 
frans-4-Octene 0. 1640. 11 
l-Nonene 0. 24+0, 18 
1-Decene O. 10. 07 
1-Undecene 0. 09-0. 08 
l, 3-Butadiene « (0.0S+0. 04 
2-Methyl-1,3-butadiene (Isoprene) «(0,040.08 
4, 5-Hexadiene 0. 11-L0.08 
1-Ethenyl-l-cyclohexene (4-Vinyl- 0. 10+0. 07 

l-cvclohexene 

2,3-Dihydroindene (Indan 0. 06-+-0, 02 





» The designation ‘-58”’ following the sample number indicates a sample 
of 5 ml sealed “tin vacuum” in a special Pyrex glass ampoule with internal 
“bres ak-otl”’ tip 

The purity has been evaluated from measurements of freezing points, as 
described in J. Research NBs 35, 355 (1945) R P1676; unless otherwise indi 
cated 

¢ Tolerance approximately +19 percent 

i Estimated by analogy with isomers subjected to similar purification 

«When sealed Polymer formed may be removed as residue by simple 
vaporization of the sample “in vacuum” at an appropriate temperature 


The price for these samples is $35 per unit, with the 
exception of No. 513-58. which is $25 per unit. \ 
complete list of NBS standard samples of hydrocarbons. 
together with instructions for ordering. may be ob- 
tained from the National Bureau of Standards. Wash- 
ington 25, D.C. 


lonospheric Radio 
Propagation 


The physical and mathematical theory underlying 
electromagnetic-wave propagation. with particular ref- 
erence to radio-wave propagation by reflection from the 
NBS Circular 462. entitled 
lonospheric Radio Propagation. At the same time 
these fundamental principles are brought into under- 
standable relation with the practical problems of radio 
communication, 


ionosphere, is presented 


The variations of the ionosphere with locality. sea- 
son. time of day or night. and solar activity. constitute 


a complex geophysical phenomenon. the principles of 
which must be understood in order to achieve the best 
use of radio. The nine chapters of this volume are 
planned to yield a basic understanding of this phenom- 
enon and a satisfac tory solution of the problems usually 
encountered in sky-wave communication. The mathe- 
matical theory underlyi ing the propagation of radio 
waves by way of the ionosphe re is first presented. Sub- 
sequent chapters deal with measurement techniques: 
structure and variations of the ionosphere: maximum 
usable frequencies: practical problems of ionospheric 
absorption: radio noise of atmospheric. solar. and cos- 
mic origin: and lowest useful high frequencies. Prob- 
lems are worked out in detail to assist the reader in 
applving the methods to specific cases. 

NBS Circular 462. lonospheric Radio Propagation. 
is available only from the Superintendent of Documents. 
U.S. Government Printing Office. Washington 25. D. C.. 
at S1.00ae opy. 


NBS Scientists 


Dr. Robert D. Huntoon has been appointed Chief 
of the Atomic and Molecular Physics Division. He 
will also serve as consultant to several specialized 
laboratories of the Electronics Division. Dr. Huntoon 
joined the Bureau staff in 1941 and 4 years later was 
named Chief of the Electronics Section of the Ordnance 
Development Division. where he directed fundamental 
research on electronic circuits. control devices. and 
other electronic ordnance components. He has been 
Assistant Chief of the division. which he now heads. 
since its organization in 1947 as the Atomic Physics 
Division. 


Dr. Allen V. Astin has been named Chief of the 
Electronics Division. to succeed the late Harry Dia- 
mond. Dr. Astin. who has served as Assistant Chief 
of the Electronics Division and prior to that in the 
same capacity with the Ordnance Development Divi- 
sion. has had wide experience in the fields of precision 
electrical measurements and liquid dielectrics. as well 
as electronics and electronic devices. Under his di- 
rection. the Electronics Division will proceed with its 
investigations and research on high-speed digital com- 
puters. electronic standards (including electron tubes 
and circuits). electronic ordnance. and guided missiles. 


John H. Bower has retired as Assistant Chief of 
the Surface Chemistry Section after nearly 40 years 
of Government service. Mr. Bower has carried out 
extensive research on the properties and methods of 
analysis of waxes. polishes. soaps. and other detergents. 
He also has been active in the field of standards and 
specifications for these materials. 


Nolan D. Mitchell has been designated Chief of 
the Fire Protection Section in the Building Technol- 
In this capacity he will direct NBS 
research on problems of fire protection and fire. re- 


ogy Div ision. 
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sistance of building materials. especially as they re- 
late to design and construction of buile lings. 


Howard Ss, Be: an has been oivel } ad led responsibil- 
ities as Chief of the newly formed Capacity. Density. 
and Fluid Meter Section of the Metrology Division. 
The new section was formed by 
Gas Measurement Section. of which Mr. Bean has been 


consolidation of the 


Chief. and the Capacity and Density Section. E. L. 
Peffer, former Chief of the latter group. died on July 2. 
Mr. Peffer had been a member of the Metrology Divi- 
sion staff for 35 years and had made numerous scien- 
tific contributions in this field. Among these are an 
invention that increased the speed of testing small 
pipettes. and publications giving data on density and 
expansivity of liquids. 


NBS Publications 


Periodicals 


Journal of Research of the National Bureau of Standards, vol- 
ume 41, number 3, September 1948. (RPI9I5 to RP1921, 
inclusive.) 

Technical News Bulletin, volume 82, number 9, September 
1948. 10 cents. 

CRPL-D49. Basic Radio Propagation Predictions for Decem 
ber 1948 Issued September 1948 
10 cents. 


Three months in advance. 


\ onperiodical 


ResSEARCH PAPERS 


RP1906. Strain test for evaluation of rubber compounds. — Frank 
L. Roth and Robert D. Stiehler. 10 cents. 

RP1907. Strain tester for rubber. William L. Holt, Ellis O. 
Knox, and Frank L. Roth. 10 cents. 

RP1908. Barium aluminate hydrates. Elmer T. 
Lansing S. Wells. 10 cents. 

RP1909. Aliphatic halide-carbonyl condensations by means of 
sodium. Edgar A. Cadwallader, Abraham Fookson, Thomas 
W. Mears, and Frank L. Howard. 10 cents. 

RP1910. Barium 2-ketolactobionate and the corresponding bar- 
ium bromide double salt. William W. Walton and Horace S. 
Isbell. 10 cents. 

RP1911. Infrared prism spectrometry from 24 to 40° microns. 
Earle K. Plyler. 10 cents. 

RP1912. Mass spectra of octanes. 
Mohler, Jonathan H. Lengel, and C. Edward Wise. 10 cents 

RP1913. Effects of substitute fuels a utomotive engines 
Clarence S. Bruce, Jesse T. Duck, and A. R. Pierce. 10 cents. 

RP1914. Applications of magnetoc Gao try to polymers and 
polymerization. Pierce W. Selwood. 10 cents. 


Carlson and 


Evelyn G. Bloom, Fred L. 


BuiLpING MATERIALS AND STRUCTURES REPORTS 


BMS112. Properties of some lightweight-aggregate concretes 
with and without an = air-entraining 
Petersen. 10 cents. 


admixture. Perry H. 


CIRCULARS 


162. lonospheric radio propagation. $1.00. 


COMMERCIAL STANDARDS 


CS103-48. Rayon jacquard velour. 


(Second edition. Super 
sedes CS103-42.) 10 cents. 


MISCELLANEOUS 


\I1190. Standard time zones of the United States. 
W155.) 


(Superse des 
15 cents. 


SIMPLIFIED Practice RECOMMENDATIONS 


R194-48. Cotton jersey cloth and tubing for work gloves. (Su 
persedes R194-42.) 10 cents. 
(202-48. Tank-mounted ai 
13.) 10 cents. 
Coffee grinds. 10 cents. 
Low pressure lubricating devices, 


compressors. (Supersedes {202 


10 cents. 


LeTrer Circutars 


LC911. List of commercial standards, revised to July 1, 1948 
(Supersedes L.C890.) 
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1.C912. Textiles: Sources of information. 

1.C913. Simplified practice recommendations. 
revised to September 1, 1948. 

LC914. Concrete masonry units. 


Alphabetical list, 


(Supersedes L895.) 


{rticles by Bureau Staff Members in Outside 
Publications ~ 

Influence of boron on some properties of experimental and 
commercial steels. T. G. Digges and F. M. Reinhart. Steel 
Processing (108 Smithfield St., Pittsburgh 30, Pa.) 34, 144 
(March 1948), 

Physical properties of electrodeposited chromium. A. Brenner, 
P. Burkhead and C. W. Jennings. Annual Proceedings Amer- 
ican Electroplaters’ Society (PO Box 168, Jenkintown, Pa.) 
p. 32 (1947) 

Acabados que fijan los colorantes sebre los textiles haciendolos 
resistentes a diversas acciones. Carlos ( — Ca- 
mara Textil de Mexico (Mexico, D. F.) LL, No. 11,5 (July 
30, 1948). 

Modernos tipos de acabado en la industria textil Norteamericana. 
Carlos Camposortega. Camara Textil de Mexico L1, No. 8, 
12 (March 31, 1948). 

Note on volume effect in coiling molecules. Robert Simha. 
J. Polymer Science (215 4th Ave.. New York 3, N. Y.) 3, 
227 (1948). 

On the distribution of water in cellulose and other materials. 
Robert Simha and John W. Rowen. J. Am. Chem. Soc. (1155 
loth St. NW., Washington 6, D. C.) 70, 1663 (1948). 

Standardization of the optical densities of industrial eye-protec- 
tive glasses. Ralph Stair. a Glass Industry (55 West 
12d St.. New York 18, N. Y.) 29, 375 (July 1948). 

\ conductivity cell usab le ake viscous liquids, pastes, suspen- 
sions. and wetted solids. Earl Otto. Rev. Sci. Instruments 
(57 East 55th St.. New York 22, N. Y.) 19, 368 (May 1948). 

Paper research and technology at the National Bureau of Stand- 
ards. B. W. Scribner. The Paper Industry and Paper World 
(59 E. Van Buren St., Suite 1100, Chicago 5, IIL) 80, No. 3, 
393: No. 4,577 (June, July, 1948). 

Phe role of a statistical consultant in a research organization. 
Churchill Eisenhart. Am. Statistician (1603 Ko St. NW., 
Washington 6, D.C.) 11,6 (April 1948). 

Coeflicients for expressing the first twenty-four powers in terms 
of Legendre polynomials, H. E. Salzer. Mathematical Tables 
and Other Vide to Computation (Brown Univ., Providence 12, 
R. I.), 3, No. 21, 16 (1948). 

Phe square root method for solving simultaneous linear equa- 
tions. Jack Laderman. Mathematical Tables and Other Aids 
to Computation 3, No. 21, 13 (1948). 


ler this heading only to the Superintendent 

ing Offiee, Washington 25, D. ¢ Annual sub- 
Research, $4.50 (foreign $5.50): Technical News 
Basie Radio Propagation Predictions, $1.00 

ices of publications are indicated in the lists, 

of Research 
inswer spe inquiries addressed to the 

e sent only on request to persons having 
The Bureau cannot undertake to supply 


ulars or send cop 1utomatically 


not available 
publishers 








